FOOT BEAT 


ANDREWS INTL / HBID INCIDENT REPORT/LOG 


DATE 


OFFICER 1 
OFFICER 2 
SUPERVISO 


R 


1000 
HRS 


1000/12 
00 


1200/12 
30 


1230/14 
00 


1400/14 
30 


1430/18 
15 


1830 
HRS 


ROBERT 1 
12-17-15 

L. MAKI #1111 
VACANT 
NAM/COOGLE 


START SHIFT. RECEIVED EQUIPMENT AND PASS DOWN 


INFORMATION. 


BID OFFICE: SET UP FOR POT LUCK 


ROLL CALL 


BID OFFICE: POT LUCK 


CODE 7 


BID OFFICE: CLEAN UP, DISPATCH COVERAGE, AND 


GENERAL OFFICE ASSISTANCE. 


EOW 


ANDREWS INTL / HBID INCIDENT REPORT/LOG 


ANDREWS INTL / HBID INCIDENT REPORT/LOG 


